DIRECTIONS FROM GEORGE WASHINGTON BRIDGE TO 
PLAZA II RESEARCH - NEW JERSEY 


15-20 Minute Drive 

From bridge take Route 4 West for about 8 miles. Exit at 
Route 17 North. 

Take Route 17 for about 1/2 mile. 

Take Century Road -- River Edge Exit (immediately after Exxon 
Station, just before overpass) building is on the right. 

Century Plaza - Second Floor - Plaza II Research 


PLAZA II RESEARCH 

120 Route 17 North 
Paramus, New Jersey 07652 

(201) 265-7500 
Supervisor: Judy 


Source: https://www.industrydocuments.ucsf.edu/docs/yskj0004 
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